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--HQS COPY 
WORK ORDER REQUEST (AMENDMENT) 


6 MAY 1959 


STATOTHR 
TOs 
aN FOIAb3b1 
STATOTHR 
IT PART. NUMBER UNIT QTy 


Thig amendment No. 1 to Work Order FP=3-17~23 (Vou 59-12555) is issued 
to confirm depot agreement with letter fronE dated 21 April 59 
copy of which is attached hereto, Quantity of 47 SPaLS—1=h62 (F2RkE2) 
hoses is hereby changed to 46 each. This change results in Work Order 
F?-3-17-23 to read as follows for item #1: 


1. SP=]7S-1-4,.62 
(F241 8=2) EA 46 
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WORK ORDER NBR: FP-3—-17-23 (Amendment) VOUCHER: 59-12555 (Attachment) 
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